ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT 1 


DATE 07-23-15 
OFFICER 1 PARRA, A #126 
OFFICER 2 McCALL, D #118 
SUPERVISO SEYLER, S 
R 
P/C- 6801 HOLLYWOOD BLVD (H&H GARAGE). 
CHECKED LOCATION FOR ANY PROBLEMS. LOCATION 
CHECKED OK. 
0600/06 BOW- ALL EQUIPMENT OBTAINED IN GOOD WORKING 
30 CONDITION. 
0630/06 ASSIST/FB 4- 1413 VINE ST. (McDONALD’S). RE: 
40 SUBJECT SLEEPING IN FRONT OF THE LOCATION. FB 
4 ADVISED THE SUBJECT TO LEAVE AND HE COMPLIED. 
0700/07 P/C- HOLLYWOOD BID- CHECKED THE AREA FOR 
20 SUBJECTS STILL SLEEPING: 
6381 HOLLYWOOD BLVD (3) 
1637 WILCOX AVE (4) 
6523 HOLLYWOOD BLVD (1) 
6559 HOLLYWOOD BLVD (2) 
WE CONTACTED 10 SUBJECTS. ALL ADVISED TO GET UP. 
ALL COMPLIED. 
0720/07 RADIO CALL- 1785 LABAIG AVE. 4 TO 5 SUBJECTS 
30 REFUSING TO LEAVE. SUBJECTS LEAVING UPON OUR 
ARRIVAL. 
0730/07 RADIO CALL- 6051 HOLLYWOOD BLVD. (7-11). 
40 RE: 415 FEMALE AT LOCATION. WE ADVISED THE 
SUBJECT TO LEAVE AND SHE COMPLIED. 
0740/07 ARREST/1- 6305 YUCCA ST. 
45 VIOLATION- 41.27(C) LAMC (DRINKING IN PUBLIC) 
DEFT- FAIRCHILD, JEFFERY LEWIS 
DOB- 07-10-75 
RFC # E67090 
ASSIST LAPD OFFICER- GALICIA 
W/C- LT. MURRAY 
AR# 15-0383 
WE ARRESTED THE DEFT FOR DRINKING IN PUBLIC. 
0905/09 RADIO CALL- 1770 HIGHLAND AVE. RE: 2 SUBJECTS 
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SITTING ON THE SIDEWALK. WE ADVISED THE 
SUBJECTS TO GET UP AND THEY COMPLIED. 


RADIO CALL- 6561 HOLLYWOOD BLVD (METRO PCS). 
RE: 415 SUBJECT IN FRONT OF THE LOCATION. WE 
MADE CONTACT WITH THE SUBJECT, ADVISED HIM TO 
LEAVE AND HE COMPLIED. 


C-7 MEAL BREAK. 


RADIO CALL- 1600 VINE ST. (TRADER JOE). RE: 415 
SUBJECT BY THE FRONT DOOR. WE MADE CONTACT 
WITH THE SUBJECT. WE ASKED HIM TO LEAVE AND HE 
COMPLIED. 


RADIO CALL- 1715 WILCOX AVE. (HUDSON ST SIDE). 
RE: SUBJECT LYING IN THE PARKING LOT REFUSING 
TO LEAVE. 

WE MADE CONTACT WITH THE SUBJECT. WE ADVISED 
HIM TOM LEAVE AND HE COMPLIED. 


HBID OFFICE- PM WATCH ROLL CALL/VEHICLE 
EXCHANGE/OFFICER LOG. 


EOW- ALL EQUIPMENT RETURNED IN GOOD WORKING 
CONDITION. 
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